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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 02574 241617Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO OC-06 CCO-OO /024 W 

242011 029506/46 

R 241450Z FEB 77 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 4501 
INFO AMCONSUL FRANKFURT 

UNCLAS MOSCOW 2574 

STATE FOR A/SY/T, FRANKFURT FOR OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: DISPOSITION OF AIRFLOW A/C UNIT 

1 . SEABEES HAVE COMPLETE INSTALLATION OF KECO A/C UNIT IN 10TH 
FLOOR CONFERENCE ROOM. KECO UNIT REPLACED AIRFLOW MODEL 
SAC-14-S. S/N 62260 WHICH IS INOPERABLE. COMPRESSOR IS FROZEN AND 
FAN MOTOR, REPLACED SOMETIME PRIOR TO TSO BRANDT S ARRIVAL, 

IS NOT EXACT REPLACEMENT BUT IS FUNCTIONAL. 

2. BECAUSE OF CONDITION OF AIRFLOW UNIT, AND INABILITY TO 
OBTAIN SPARE PARTS (IE. COMPRESSOR, VALVES, ETC. FOR REBUILDING 
UNIT) DESIRE TO JUNK UNIT HERE IN MOSCOW. 

3. ADVISE CONCURRENCE. 
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Expiration: 

Film Number: D770064-0936 
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Image Path: 

ISecure: 1 
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